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Health Certificate 
Novel Coronavirus test 2019 


This certificate is upon personal request , not under any 
responsibility 
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Republic of Iraq 
Ministory of 
Health/Envoirnment 
Directorate of Popular 
Medical Clincs 
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Full Name GAO BAOLI als aY! 
Gender - Age Male - 49 pad) = Guill 
Registeration No 2-109-2747 auluill a’, 
Passport / ID No PE1714959 Aggy il) ABU / jh gall aby 
ID No PE1714959 4 gg adh 
Sample Collection Time PM 06:00 2022-10-05 iasa aial <8 g 
Date of Report 2022-10-05 dai) QU 
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SWAB test 2019-nCoV 

WE CERTIFY THAT A SWAB from THIS PERSON is 
tested for COVID19 BY real time-PCR 

Result interpretation is 


: (nCoV-2019)4au« yaad 
44, 6: COVID19 Gays! laai ai ah ode) (adil) Aana yl A853 
ae time-PCR) 
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Negative Glas $ 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen ,and the 
concentration was lower than the sensitivity of the kit 


Use The Mobile Application to Scan the QR Code 


TRAVEL DATE CHANGES IS NOT OUR 
RESPONSIBILITY 
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Ammar Khaled Shehab 
MSC. Microbiology 


Director 


Examination 
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äu äclia yalail 
Dr. Duraid Qasim Jasim 


Consultant in Microbiology and Immunology Iraqi Board 
PhD in Microbiology and Immunology 


Authorization 


